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ADAMS,   Comfort  Avery         (Case   Sch.   App.  Sc,   S.B.,  '90;    E.E.,   'os) 

(C.  L.   1908)' 
Prof.  Elect.  Eng'g,  H.U 13  Farrar  St.,  Cambridge,  Mass. 

ADAMS,  Kilburn  Elie        A.B.,  '02;  S.B.,   03  (C.  1908) 

Mech.  Eng'r  &  Ass't  Mgr.  Wm.  Underwood  Co Boston,  Mass. 

and  35  Upland  Road,  No.  Cambridge,  IVIass. 

ALDEN,  Frederick  Arthur        A.B.,  '05;    S.B.,   07  (C.  L.  1908) 

Mech.  Eng'r 60  Gorham  St.,  Cambridge,  Mass. 

ANDEREGG,  Gustavus  Adolphiis        A.B.,  '00;    A.M.,  '02  (1908) 

Elect.  Eng'r,  Western  Electric  Co 463  West  St.,  New  York 

ARNOLD,  Chester  H.        A.B.,  '92;    A.M..  '93  (1Q08) 

Elect.  Eng'r  with  American  Tel.  &  Tel.  Co..  .15  Dey  St.,  N.  Y.  City 

ARNOLD,  Lonis        A.B.,  '55 ;    S.B., '58  (1908) 

Elevator  Eng'r 176  Park  St.,  West  Roxbnry,  Mass. 

BALDWIN.  James  Rumford         S.B.,  '05  (L.  1908) 

Civil  &  Hydraulic  Eng'r 12  Elm  St.,  Woburn,  Mass. 

BARD,  Darsie  Campbell        A.B.,  '03  (1908) 

Mining  Eng'r 504  Phoenix  Block,  Butte,  Mont. 

BARKLAGE,  Walter  Frederick  S.B.,  '06'  (1909) 

Western  Electric  Co 5139  Morgan  St.,  St.  Louis,  Mo. 

BARNARD,  Roger  Conant        A.B.,  '02  (1908) 

Eng'r  W^estinghouse,  Church,  Kerr  &  Co.  .10  Bridge  St.,  N.  Y.  City 
and  30  Shaw  St.,  West  Newton,  Mass. 

BARRETT,  Nelson  Macy        A.B.,  '87  (1908) 

Canal  Construction   

(Dept.  of  Motive  Power  &  Machinery),  Culebra,  Canal  Zone 

BARRETT,  Robert  Edward         Sp..  '05  (1Q08) 

Civil  Eng'r,  Designer,  B'd  Water  Supply N.  Y.  City 

and  299  Broadway,  N.  Y.  City 

BATCHELDER,  William  Osgood        S.B.,  '05  (1908) 

Elect.  Eng'r   204  Lafayette  St.,  Salem,  Mass. 

BEGIEN,  R.  N.        '97  (1908) 

Division  Eng'r,  B.  &  O.  R.  R Philadelphia,  Pa. 

BELL,  William  Haywood        C.E.,  '77  (1908) 

Expert, University    Club,   N.    Y.    City 

BIGELOW,  William  DeFord        A.B.,'oo  (1908) 

Building  Contractor,  Bigelow  &  Harriman,  127  Federal  St.,  Boston 
and  Cohasset,  Mass. 

BILLINGS,  Asa  White  Kenney        A.B., '95;   A.M., '96  (1908) 

Consuking   Eng'r Apartado  ^3,   Havana,   Cuba 

C,   Charter  Member. 

L. .  Life  Member. 

(1908),  Joined  Association  in  1908. 


BLAKE,  Edmund  Mortimer         S.B.,  '99  (1908) 

Cons.  Civil  Eng'r,  Blake  &  Symonds 8  Beacon  St.,  Boston 

BLYE,  Joseph  Napoleon        S.B.,  '96  (1908) 

143  Liberty  St.,  N.  Y.  City 

BOOTH,  William  Ferris        C.E.,  '84  (1908) 

Clerk Room  238,  U.  S.  Custom  House,  N.  Y.  City 

BOOTH  William   Miller        S.B.,  93  (1908) 

Chem.  Eng'r 712  Dillaye  Bldg.,  Syracuse,  N,  Y. 

BRINTON,  Willard  Cope        S.B.,  '07  (1908) 

Industrial  Eng'r  

Westinghouse  Elect.  &  Mfg.  Co,  East  Pittsburg,  Pa. 

BROOKS,  Alfred  Hulse        S.B.,  '94  (1908) 

Geologist  in  Charge  Div.  Alaskan  Mineral  Resources 

U.  S.  Geological  Survey,  Washington,  D.  C. 

BROWN,  Albert  Frederick        S.B.,  '90  (C.  1908) 

36  Maxwell  St.,  Dorchester  Centre,  Mass. 

BROWN,  Edwin  Hacker        A.B.,  '96  (W.P.I.,  S.B.,  '98)  (1908) 

With  Caldwell  and  Brown  Co.,  Power  Machinery 

1047  Security  Bank  Bldg.,  Minneapolis,  Minn. 

BUCKE,  John  H.        S.B.,  '06  (C.  1908) 

Ass't  Elect.  Eng'r 149  Magazine  St.,  Cambridge,   Mass. 

BURDEN,  James  Abercrombie,  Jr.        A.B.,  '93  (L.  1908) 

Pres.  Burden  Iron  Co Troy,  N.  Y. 

BURGWYN,  Collinson  Pierrepont  Edwards        A.B.,  'yz ;  C.E.,  ^76 

(1908) 
Civil  &  Hydraulic  Eng'r 917  Bank  St.,  Richmond,  Va. 

BURKE,  Walter  Safford        Ass't  Prof.  Mech.  Eng'g,  '99-'o4,  H.U. 

(C.  1908) 
Inspector  Grounds  &  Bl'dgs,  H.  U. ;    Consulting  Eng'r,  "  Burke 
&  Hughes  " 15  Lake  View  Ave.,  Cambridge,  Mass. 

BURNS,  James  Dennis        S.B.,  '03  (C.  1908) 

4  Webb  St.,  Salem,  Mass. 

BURR,  William  Hubert         (Rens.  Pol.  Inst,  C.  E.,  '72.)  (1908) 

Prof.  Civil  Eng'g,  Columbia  Univ.,  Consulting  Eng'r 

151  W.  64th  St.,  N.  Y.  City 

CABOT,  Walter  Kinsman        S.B.,  '07  (C.  1908) 

Elect.  Eng'r,  Western  Elect.  Co 463  West  St.,  N.  Y.  City 

and  16  Ellsworth  Ave.,  Cambridge,  Mass. 

CAMPBELL,  George  Ashley        A.B.,  '92;  Ph.D.,  '01  (L.  1908) 

Electrical  Eng'r 15  Dey  St.,  New  York  City 

4 


CARTER,  Carroll  Martin        A.B.,  '94  ( 1908) 

Mining Ohio  City,  Col. 

and  1430  Vine  St.,  Denver,  Col. 

CHACE.  Carll  Smith        S.B.,  '05  (C.  1908) 

Engineer 31  Wales  St.,  Dorchester,  Mass. 

CHACE,  Charles  Edward         S.B.,    07  (1908) 

Draughtsman,  B'd  Water  Supply,  N.  Y 

24  Portertield  Place,  Freeport,  Long  Island,  N.  Y. 

CHENEY,  Herbert  Neal        S.B.,    99  (1908) 

Eng'r  in  charge,  Calf  Pasture  Station,  Boston  Consol.  Gas  Co. 
and  212  Savin  Hill  Ave.,  Dorchester,  Mass. 

CHITTENDEN,  Albert  Percival        A.B.,  '97;    A.M.,  '98  (1908) 

Mining  Eng'r,  Operator,  Promoter 

45  Salcombe  St.,  Dorchester,  Mass. 

CLARK.  Thomas  Rov        S.B.,  '04  (1908) 

T.  R.  Clark  &  Co.,  Oil  Producers 

Bradford  Nat'l  Bank  Bldg.,  Bradford,  Pa. 

CLARK,  Thomas  Welcome        S.B.,  '98  (1908) 

Ass't  Eng'r.  ..  .Care  Great  Northern  Paper  Co.,  Millinocket,  Me. 

CLARK,  William  Edwin         S.B.,  '95  (C.  1908) 

Electrical  Contractor 543  Boylston  St.,  Boston,   Mass. 

CLARK,  William  Moulton         S.B.,  '03  (L.  1908) 

^Mining  Eng'r 40  James  St.,  Ansonia,  Conn. 

CLARKE,  Edmund  Arthur  Stanley     A.B.,  '84  (L.  1908) 

President  Lackawanna  Steel  Co 2  Rector  St.,  N.  Y.  City 

CLARKE,  John  Gray        S.B.,  '98  (L.   1908) 

Supt.  Warren  Bituminous  Paving  Co.  of  Toronto,  Ont. 
and  20  High  St.,  Southbridge,  Mass. 

COFFIN.  Francis  Parkman         S.B.,  '03  (C.  1908) 

With  Elect.  Light  Co 223  Union  St.,  Schenectady,  N.  Y. 

COGSWELL,  Edward  Russell,  Jr..        A.B.,  '97  (1908) 

Landscape  Architect.  ..  .67  Chester  St.,  Newton  Highlands,  Mass. 

COLE,  Charles  Briggs         S.B.,  '67  (1908) 

Railroading Chester,     111. 

COOLIDGE,  William  Henry        A.B.,  '81  (1908) 

Lawyer 50  Congress  St.,  Boston,  Mass. 

CROSSE,  Shirley  Robbins        S.B.,  '06  (C.  1908) 

25  Ware  St.,  Cambridge,  Mass. 

DANIELSON,   Whitman        A.B.,    '04;     S.B.,    '06  (1908) 

Elect.    Eng'r Putnam.    Conn. 
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DAVIS,  Philip  Whitney        A.B.,  '93;    S.B,  '95  (C.  1908) 

Engineef no  Irving  St.,   Cambridge,   Mass. 

DA'VOL,  Frank  Herbert,  Jr.         S.B.,  '03  (L.  1908) 

Estimator,  Am.  Car  &  Foundry  Co 25  Broad  St.,  N.  Y.  City 

and  75  Remsen  St.,  Brooklyn,  N.  Y. 

DAY,  Paul        S.B.,  '96  (C.  1908) 

Chief  Draftsman,  Draper  Co..  ....  .West  Main  St.,  Hopedale,  Mass. 

DEAN,  Arthur  Lyman        A.B.,  '00  (1908) 

Chemist 93  Broad  St.,  Boston,  Mass. 

DEAN,  Francis  Winthrop        S.B.,  '75  (C.  1908) 

Mill  Eng'r  and  Architect 53  State  St.,  Boston,  Mass. 

DE  BLOIS,  Lewis  Amory        S.B.,  '99  (1908) 

Eng'r  du  Pont  Powder  Co.,  703  du  Pont  Bldg.,  Wilmington,  Del. 

DELANO,  Warren,  Jr.        S.B.,  '73  (C.  L.  1908) 

Coal   Operator i    Broadway,    N.    Y.    City 

DENSMORE,  Edward  Dana        S.B.,  '93  (M.I.T.,  S.B.,  '94)    (L.  1908) 

Consulting  Eng'r,  Densmore  &  LeClear 

15  Exchange  St.,  Boston,  Mass. 

DEVONSHIRE,  Charles  Edwin        S.B.,  '07  (L.  1908) 

2  Sargent  St.,  Dorchester,  Mass. 

DEWEY,  George  Chauncey        '92  (1909) 

Mining Wheeling,  W.  Va. 

DROWN,  Richard  Wiggin        S.B.,  '02  (1908) 

Contracting  Eng'r,  Nichols  &  Drown  Co 

17  Central  Ave.,  Lynn,  Mass. 

DUFFIELD,  Morse  Stewart        A.B.,  '97  (1908) 

Mining  Eng'r P.  O.  Box,  1154,  Salt  Lake  City,  Utah 

DURFEE,  Walter  Chalmer,  2d.        A.B.,  '04;   A.M.,  '05  (L.  1908) 

Experimental  Eng'r,  Walworth  Mfg.  Co 

81  Sedgewick  St.,  Jamaica  Plain,  Mass. 

DUTTON,  Francis  Bird        A.B.,  '97  (L.  1908) 

Mech.    Eng'r Lebanon,    Pa. 

DUTTON,  Charles  Henry        '01  (C.  1908) 

Chelmsford,    Mass. 

EAMES,  Horace  Lovell        S.B.,  '03  (1908) 

District  Eng'r,  Bureau  of  Public  Works Manila,  P.  I. 

EATON,  James  Haworth        S.B.,  '06  (C.  1908) 

Civil  Eng'r,  with  J.  R.  Worcester  &  Co.,  Boston,  Mass. 
and  I  Trowbridge  PI.,  Cambridge,  Mass. 


EATON,  Joseph  Jordan        S.B.,    96  (1908) 

Director,  Ludlow  Textile  School Ludlow,  Mass. 

EDWARDS,  Harold        A.B.,  '96  (1908) 

Elect.  Eng'g 108  Mt.  Vernon  St.,  Boston,  Mass. 

ELLIOTT,  Howard        C.E.,  '81  (C.  L.  1908) 

President   Northern   Pacific   R.   R 

208  Northern  Pacific  Bldg.,  St.  Paul,  Minn. 

FAIRBANK,  Wallace        A.B.,  '95  (L.  1908) 

Secy.-Treas.  S.  F.  P.  &  P.  Ry.  Co Prescott,  Ariz. 

FARLEY,  Frank  Cheney        A.B.,  '02  (1908) 

Architect South   iNIanchester,   Conn. 

FELTON,  Edgar  Conway        A.B.,  '79  (C.  L.  1908) 

President  Pennsylvania  Steel  Co 300  Franklin  Bank  Bldg.,  Phila.,  Pa. 

FENNESSY,  James  Henry        Sp., '93 ;    LL.B.,  '94  (L.  1908) 

President  "The  Mine  &  Smelter  Supply  Co." 

"  Fenwood,"   Greenwich,  Conn. 

FINLAY,  James  Ralph        A.B.,  '91  (C.  1908) 

Mining  2  Rector  St,  N.  Y.  City 

FISH,  Walter  Clark        '86  (M.I.T.,  S.B.,  "87)  ^  (1908) 

Manager General    Electric    Co.,    Lynn,    Mass. 

FISHER,  Charles  Heber        S.B.,  '04  (L.  1908) 

Elect.  Eng'g 617  du  Pont  Bldg.,  Wilmington,  Del. 

FITZPATRICK,  Frank  Richard        A.B.,  '03  (1908) 

]\Iotive   Power  Inspector,   Pennsylvania  lines 

406  E.  Wayne   St.,  Fort  Wayne,  Ind. 

FLINN,    Alfred    Douglas         (W.P.I.,    S.B.,    '93)    Instr.    Sanitary    Eng'g 

1900-02,  H.U.         (1908) 

Dept.  Eng'r  B'd  Water  Supply.  .    .♦ N.  Y.  City 

and  Glenbrook  Ave.,  Park  Hill,  Yonkers,  N.  Y. 

FORTE,  Harr>'  Phidias        S.B.,  '07  (C.  1908) 

With  Canada  Buffalo  Forge  Co.,  Montreal,  Canada 

FOX,  Henry  Hey  wood        A.B.,  '00;    S.B.,  '04  (1908) 

Sup't  Constr.,  Turner  Constr.  Co 11  Broadway,  N.  Y.  City 

and  27  West  44th  St.,  N.  Y.  City. 

FOX,  John  Pierce        A.B.,  '94  (1908) 

With  Metropolitan  Sewerage  Comm.  of  N.  Y 

and  6  De  Wolf  St.,  Dorchester,  Mass. 

FRANCIS,  Richard  Standish        S.B.,  '02  (1908) 

Fuller  Constr.  Co Fuller  Bldg.,  N.  Y.  City 

FROST,  Vincent  Morse        S.B.,  '02  (1908) 

Chief  Eng'r,  Perth  Amboy  Plant,  Am.  Smelting  and  Refining  Co. 

43  Jefferson  St.,  Perth  Amboy,  N.  J. 


FROTHINGHAM,  Francis  Edward        A.B,  '94  (C  1908) 

Boston    City    Club,    Boston,    Mass. 

FURNESS,  Douglas  Lyle        A.B.,  '04;    S.B.,  '05  (L.  1908) 

General  Elect.  Co.,  Constr.  Dept Schenectady,  N.  Y. 

and  31  Warren  St.,  Salem,  Mass, 

GERRISH,  George  Howard        S.B.,  '01  (1908) 

Architect  and  Eng'r 1107  Exchange  Bldg.,  Boston,  Mass. 

GIBBS,  George,  Jr.         S.B.,  '04  (C.  1908) 

Landscape  Architect Wareham,  Mass. 

GIFFORD,  Walter  Sherman        A.B.,  '05  (1908) 

Ass't  Sec'y  &  Ass't  Treas.,  Western  Electric  Co 

377  Essex  St.,  Salem,  Mass. 

GILMAN,  Charles        S.B.,  '04  (1908) 

Sales  EngT 417  West  120th  St.,  N.  Y.  City 

GILMAN,  Francis  Lyman        A.B.,  '95  (C.  1908) 

Sup't  Western  Electric  Co 463  West  St.,  N.  Y.  City 

GOBLE,  Frank  N.        H.U.  Grad.  Sch.,    03  (1908) 

Contracting  Eng'r  i  East  42d  St.,  N.  Y.  City 

GOLDMARK.    Henry        A.B.,    '78  (1908) 

Designing  Eng'r,  Isthmian  Canal  Comm Washington,  D.  C. 

and  270  West  94th  St.,  N.  Y.  City 

GOODNOUGH,  Xanthus  Henry        A.B.,  '82  "       (1908) 

Chief  Eng'r Mass.  State  Board  of  Health 

and  70  Stratford  St.,  West  Roxbury,  Mass. 

GOULD,  Chester  M.        S.B.,  '05  (1908) 

Civil  Eng'r Cold  Spring-on-Hudson,  N.  Y. 

GRAUPNER,  Marcellus  F.      .  '03  (C.  1908) 

Mining  Eng'r 1033  Mass.  Ave.,  Cambridge,  Mass. 

GREEN,  Bernard  Richardson         S.B.,  '64  (1908) 

Civil  Eng'r 1738  N   St.,  Washington,  D.   C. 


GREENLAW,  Ralph  W^eller        S.B.,  '02  (C.  1908) 

Ass't  Eng'r,  B'd  Water  Supply,  N.  Y Cold  Spring,  N.  Y. 

HACKETT,  Leon  Abbott        S.B.,  '04  (L.  1908) 

Cotton  Mfg Box  1866,  Boston,  Mass. 

HALE,  Herbert  Miller        S.B.,  '04  (C.  1908) 

Ass't  Eng'r,  B'd  Water  Supply,  N.  Y., 

417  West  I20th  St.,  N.  Y.  City. 

HALL,  George  Duffield        A.B.,  '99  (L.  1908) 

Landscape    Architect Dover,    Mass. 


HAMMETT,  Philip  Melancthon        A.B.,  '88  (M.I.T.,  S.B.,  '90)    (1908) 

Sup't  Motive  Power  Maine  Central  R.R 

238  St.  John  St.,  Portland,  Me. 

HARROD,  Benjamin  Morgan        A.M.,  '56  (Tulane,  LL.D.,  '06) 

(C  1908) 
Consulting  Eng'r 1637  Foucher  St.,  New  Orleans,  La. 

HASKELL,  Adam  Leopold        S.B., '03  (1908) 

Commercial  Eng'r Care  Nat'l  Carbon  Co.,  Cleveland,  Ohio 

HASKELL,  Augustus  Story        A.B.,  '87;    CE.  '88  (L.  1908) 

Ass't  Mgr.,  Mammoth  Copper  Mining  Co.  of  Maine 

Kennett,  Cal. 

HAWKS,  Arthur  Stearns         S.B.,  '00  (1908) 

Eng'r  of  Power  Dep't,  Bethlehem  Steel  Co 

313  Wall  St.,  Bethlehem,  Pa. 

HAYES.  Lawrence  Warner         S.B.,  '07  (1908) 

With  Cornell  Art  Metal  Co 

Box  312,  Cold  Spring-on-Hudson,  N.  Y. 

HEDRICK.  William  Archibold        S.B.,  '05  (1908) 

Eng'r  and  Capitalist Salisbury,  N.  C. 

HENDRICKS,  Allan  Barringer,  Jr.        Sp.,  '01  (1908) 

Elect.  Eng'r 212  East  St.,  Pittsfield,  Mass. 

HENRY,  George  Stuart        S.B.,  '95  _        _  (1908) 

Irrigation   Eng'g University   Club,   Denver,   Col. 

HENRY.  Lewis  Warner        '99  (1908) 

Elect.  Eng'r,  Care  of  J.  G.  White  Co.,  43  Exchange  PI.,  N.  Y.  City 

HERSCHEL,  Clemens         S.B.,  '60  (C.  L.  1908) 

Hydraulic  Eng'r 2  Wall  St.,  N.  Y.  City 

HERSCHEL,  Winslow  Hobert        A.B.,  '96  (C.  1908) 

Consulting  Eng'r   for  Steam   Turbines 

Providence  Eng'g  Works,  Providence,  R.  I. 

HILL,  Samuel        A.B.,  '79  (L.  1908) 

709  Second  Ave.,  Seattle,  Wash. 

HILLS,  Leon  Clark     S.B.,  '02  (1908) 

Eng'g  Dep't,  Otis  Elevator  Co 17  Battery  Place,  N.  Y.  City 

HILLS,  Oliver  Soper        '03  (1908) 

Telephone  Eng'r 202  Euclid  Ave.,  Syracuse,  N.  Y. 

HITCHCOCK,  Frank        '85  (L.  1908) 

Mfgr.  Pig  Iron 21  Central  Sq.,  Youngstown,Ohio 

HOLLIS,  Ira  Nelson         (Hon.)  A.M.,  '06  (Union,  L.H.D.,  '99) 

(C.  1908) 
Prof.  Eng'g,  H.U 6  Acacia  St.,  Cambridge,   Mass. 
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HOPKINS,  Stephen  Upshur        S.B.,  '97  (C.  1908) 

Ass't  Eng'r,  Public  Service  Comm.,  N.  Y.  City 

231  West  125th  St.,  N.  Y.  City 

HORNE,  Harold  Wellington        A'.B.,  '94;    S.B.,  '96  (1908) 

Ass't  Eng'r,  B'd  Water  Supply,  N.  Y.  City 

Cornwall-on-Hudson,  N.  Y. 

PIORNE,  John  Belton        A.B.,  '04  (1908) 

Telephone  Eng'r Western  Elect.   Co.,  Hawthorne,  111. 

HOWARD,  Philip  Barthold        A.B.,  '93  (1908) 

Architect 144   Congress    St.,   Boston,    Mass, 

HUBBARD,  Henry  Vincent        A.B.,  '97;  A.M.,  '99  (1908) 

Landscape  Architect 845  Boylston  St.,  Boston,  Mass. 

HUDSON,  Charles  Henry         S.B.,  '54  (1908) 

Consulting  Eng'r 1021  Circle  Park,  Knoxville,  Tenn. 

HUGHES,  Harold  Lincoln         S.B.,  '00  (1908) 

With  U.  S.  Steel  Products  and  Export  Co 

Box  384,  Sydney,  N.  S.  W.,  Australia 

HUGHES,  Hector  James        A.B.,  '94;    S.B.  '99  (C.  1908) 

Ass't  Prof.  Civil  Eng'g,  H.U...6  Clement  Circle,  Cambridge,  Mass. 

HUNT,  William  Prescott,  Jr.         '81  (L.   1908) 

Sec'y  Buda  Foundry  &  Mfg.  Co.  and  Paige  Iron  Works 

^y?  Railway  Exchange,  Chicago,  111. 

HUNTINGTON,  Edward  Vermilye.         A.B.,  '95;    A.M.,  '97   (C.  1908) 

Ass't  Prof.  Mathematics,  H.U. .  .35  Fairfax  Hall,  Cambridge,  Mass. 

HYDE,  John  Lawrence         S.B.,  '94  (1908) 

Ass't  Town  Eng'r 12  Pleasant  St.,  Westfield,  Mass. 

IVY,  Thomas  Parker        A.B.,  '81  (1908) 

Forester Conway  Centre,  N.  H. 

JACKSON,  Herbert  Arnold         S.B.,  '03  (1908) 

N.  E.  Sales  Agent,  Bethlehem  Steel  Co 

165  High  St.,  Boston,  Mass. 

JENNINGS,  Sidney  J.         C.E.,  '85  (L.  1908) 

Mining  Eng'r Park  Cottage,  Dobbs  Ferry,  N.  Y. 

JOHNSON,  Lewis  Jerome        A.B.,  '87;    C.E.,  '88  (C.  L.  1908) 

Prof.  Civil  Eng'g,  H.U 90  Raymond  St.,  Cambridge,  Mass. 

JONES,  Frederick  Marshall         A.B.,  '96;    S.B.,  '00  (C.   1908) 

Architect 919  Evchange  Bldg.,  Boston,   Mass. 

KENNEDY,  Frank  Lowell        A.B.  '92;    S.B.,  ',98  (C.  L.  1908) 

Ass't  Prof.  Drawing  &  Machine  Design,  H.U 

43  Appleton  St.,  Cambridge,  Mass. 


KENNELLY,  Arthur  Edwin         (Hon.)  A.M..  '06  (Western  Univ.  of  Pa., 

D.Sc,  '96)  (C.  L.  1908) 

Prof.   Elect.   Eng'g,  H.U i   Kennedy  Road,  Cambridge,  Mass. 

KILLAM,  Charles  Wilson         Sp.,  '07  (C.  1908) 

Architect 919  Exchange  Bldg.,  Boston,  Mass. 

KLINE,  Robert  Everett        S.B.,  '93  (L.   1908) 

R'way,  Sanitary,  Municipal  Eng'g,  545  Superior  Ave.,  Dayton,  Ohio 

LADD,  George  Edgar        A.B.,  '87;  A.M.,  '88;  Ph.D.,  '94  (1908) 

Pres.  Oklahoma  School  of  Mines  and  Metallurgy 

Wilburton,  Okla. 

LeCLEAR,  Gifford        A.B.,  '95;    A.M.,  '96  (L.  1908) 

Consulting  Eng'r,  Densmore  &  LeClear 

15  Exchange  St.,  Boston,  Mass. 

LETTER.  Joseph        A.B.,  '91  (1908) 

Capitalist Box  L,  General  P.  O.,  Chicago,  111. 

LESTER,  Daniel  H.        S.B.,  '04  (1908) 

Fire  Ins.  Eng'g 33  West  84th  St.,  N.  Y.  City. 

LEVINE,  Joseph  M.        S.B.,  '06  (1908) 

Topographical  Draftsman Box  33,  Peekskill,  N.  Y. 

LEWIS,  Frederick  C.         S.B.,  '97  ^  (1908) 

Mining Fairmont,  W.  Va. 

LIBBEY.  Joseph  Harold        S.B.,  '98  (C.  L.  1908) 

Mech.  &  Elect.  Eng'r 147  Milk  St.,  Boston,  Mass. 

and  14  Parsons  St.,  West  Newton,  Mass. 

LINCOLN.  Henry  Lewis        A.B., '06;    S.B., '07  (C  1908) 

General  Elect.  Co. 9  South  Church  St.,  Schenectady,  N.  Y. 

LINZEE,  John  William        A.B.  '90  (M.I.T.,  S.B.,  '89)  (C.  L.  1908) 

96  Charles  St.,  Boston,  Mass. 

LIVERMORE.  Joseph  Perkins        A.B.,  '75;    C.E.  '77  (L.  1908) 

]\Iech.  Expert  (Witness  in  Patent  Cases) 

59  Brewster  St.,  Cambridge,  Mass. 

LIVERMORE.  Robert        A.B.,  '00    (M.I.T.,   S.B.,  '03)  (1908) 

Mining    Eng'r 

Care  Lindsley,  Townsend  &  Livermore,  Telluride,  Col. 

LOMAX.  Harold  A.         03  (1908) 

Travelling  Salesman,   Mill  Machinery.  ..  .Box  212,   Oakmont,   Pa. 

LOVE,  James  Lee         A.M.,  '90   (Univ.  of  N.  C,  Ph.B.,  '84)        (1908) 

Ass't  Prof.  Math,  and  Chairman  of  Summer  School,  H.U 

16  Francis  Ave.,  Cambridge,  Mass. 

LOWELL.  James  Duanc         A.B.,  '74;    C.E.   '77  (1908) 

Civil  Eng'r 19  Frost  St.,  Schenectady,  N.  Y. 


LUCK,  Charles  W.        A.B,  '89  (1908) 

Civil  Eng'r Weiser,  Idaho 

LYMAN,  Frank        A.B.,  '74  (L.  1908) 

Treasurer 88  Wall  St.,  N.  Y.  City 

MANDIGO,  Clark  Rogers        A.B.,  '06;  M.CE.,  '07  (1908) 

Civil  Eng'r  and  Supt,  of  Construction  for  War  Dept.,  U.  S.  A. 

Fort  Logan,  Col. 

MANIERRE,  George        A.B.,  '00  (Armour  Inst.,  M.E.,  '04)         (1908) 

Eng'g 163  Martin  St.,  Milwaukee,  Wis. 

MANNING,  Charles  Henry        S.B.,  '62  (1908) 

Mech.  Eng'r  (Chief  Eng'r  U.S.N.  Retired) 

Amoskeag  Mfg.  Co.,  Manchester,  N.  H. 

MARKS,  Lionel  Simeon         (London  Univ.,  S.B.,  '92)      (Cornell,  M.M.E., 

'94)  (C.  1908) 

Ass't  Prof.  Mech.  Eng'g,  H.U 

88  Lake  View  Ave.,  Cambridge,  Mass. 

MASON,  Francis        A.B.,  '96  (C.  1908) 

Res.  Eng'r  Penn.  Tunnel  &  Term.  R.  R.  Co 

345  East  33d  St.,  N.  Y.  City 

McALPIN,  M.  F.  '97  (1908) 

With  N.  Y.  Edison  Co 55  Duane  St.,  N.  Y.  City 

McDEWELL,  Horatio  Sprague        S.B.,  '07  (C.  1908) 

94  Addington  Rd.,  Brookline,  Mass. 

McENTEER,  Frank  Duff        A.B.,  '05  (C.   1908) 

Civil  and   Mining  Eng'r Dubois,    Pa. 

McINTOSH,  Frederick  Fleming        S.B.,'03 ;    Met.  E.,  '05  (1908) 

Instr.  in  Metallurgy,  Carnegie  Tech.  Schools Pittsburg,  Pa. 

McKAY,  George  Albert        A.B.,  '08  (1909) 

Construction  work Slatef ord,   Pa. 

MEADOWCROFT,  WilHam        S.B.,  '01  (1908) 

Ass't.  Eng'r   (Designer) 

B'd  Water  Supply,  299  Broadway,  N.  Y.  City 

MENDENHALL,  Walter  Curran        '97   (Ohio  State  Normal,   S.B.,'91) 

(1908) 
Geologist U.  S.  Geol.  Survey,  Washington,  D.  C. 

MEYER,  Albert  R.        Sp.  '99  (C.  1908) 

Electrician,  Mining  Eng'r,  Stenographer 

156  Ivy  St.,  Brookline,  Mass. 

MILINOWSKI,  Arthur  Siegfried        S.B.,  '04  (1908) 

Ass't  Eng'r,  Barge  Canal....  112  Cutler  Bldg.,  Rochester,  N.  Y. 


MILLER.  Sidney  \V.        '85  (L.  1908) 

]\Ifgr.    "  Miller  "   Automatic   Siphons 

184  La  Salle  St.,  Chicago,  111. 

MILLS,  Charles  Wilson        S.B,  '95  (C  1908) 

Elect.  Eng'r  and  Contracting,  1444  Mass.  Ave.,  Cambridge,  Mass. 

MORRILL,  Charles  Henry        S.B.,  '00;  A.B.,  '01  (1908) 

Insurance  and  Fire  Protection.  ..1226  Pierce  Bldg.,  St.  Louis,  Mo. 

MOSES.  Ernest  Maebry         S.B.,    97  (L.   1908) 

Draftsman Boston  Elevated  Ry. 

and  Worcester  Lane,  Waltham,  Mass. 

MOSES.  Edmund  Quincy         S.B.,   02  (1908) 

Patent  Lawyer 29  Liberty  St.,  N.  Y.  City 

MOSES.  Percy  Lawrence         S.B.,  '06  (1908) 

Edison  Elect.  111.  Co Boston 

aud  747  W^ashington  St.,  Brookline,  Mass. 

MOWLL.  William  Luther         S.B..  '99  (C.   1908) 

Ass't  Prof.,  Architecture,  H.  U 

40  Avon  Hill  St.,  Cambridge,  Mass. 

MOVER.  James  Ambrose        S.B.,   99;   A.M.,  '04  (C.  L.  1908) 

Eng'r 1030  West  Main  St.,  Xorristown,  Pa. 

NEALE.  Laurence  Irving        A.B..  '06  (1908) 

Cement  ^Ifgr Care  J.  B.  King  &  Co.,  i  Broadway,  N.  Y.  City 

XEFF,  Xettleton        A.B..  '92  (L.  1908) 

Division  Supt.,  Richmond  Div 

Care  Pennsylvania  Lines.  Richmond,  Ind. 

XEWELL,  George  Russell        S.B.,  '05  (1908) 

Ass't  Eng'r,  Maint.  Way,  Rochester  Ry.  Co 

709  X^orth  St.  Paul  St.,  Rochester,  X^.  Y. 

XICHOLS.  John  R.        A.B.,  '06  (L.  1908) 

Designing  Eng'r  in  Reenf.   Concrete 

6  Webster  Park,  Brookline,  Mass. 

XOURSE.  Franklin         A.B.,  '70  (L.  1908) 

Manufacturer Lawrence  Mfg.  Co.,  Lowell,  Mass. 

OLDS,   Xorman   Evry         S.B.,   '05  (L.    1908) 

Mg"r  &  Eng'r,  Goldschmidt  Thermit  Co 

103  Richmond  St.,  West,  Toronto,  Ontario 

OLMSTEAD.  Frederick  Law,  Jr.         A.B.,  '94  (1908) 

Landscape    Architect Brookline,     ]\Iass. 

OLSSOX,  Frederick  Arthur         S.B.,  '92  (1908) 

Art  Dealer  &  Publisher 9  Boylston  St.,  Cambridge,  Mass. 


OSBORN,  John  Frederick        A.B.,  '96  (1908) 

Mill  Eng'g Care  C  T.  Main,  45  Milk  St.,  Boston,  Mass. 

and  314  Harvard  St.,  Cambridge,  Mass. 

OSBORNE,  Charles        A.B.,  '00  (1908) 

Civil   Engineer North   Weare,    N.   H. 

PATTEN,  William  Samuel        A.B.,  '95  (L.  1908) 

Contractor, 6  Beacon  St.,  Boston,  Mass. 

PATTERSON,  Andrew  Henry        A.B.,  '92;    A.M.   '93  (1908) 

Prof.  Physics,  Univ.  of  N.  C Chapel  Hill,  N.  C. 

PATTERSON,  James  George        A.B.,  '03  (C.  1908) 

Ass't  Eng'r  N.  E.  Tel.  &  Tel.  Co 164  High  St.,  Boston,  Mass. 

PATTERSON,  Philip  Merrill        S.B.,  '05  (C.  1908) 

Salesman,  Westinghouse  Elect.  &  Mfg.  Co 

28  Hillside  Ave.,  Arlington  Hts.,  Mass. 

PEARSE,  Langdon        A.B.,  '99  (M.I.T.,  S.B.,  '01;  S.M.,  '02)       (1908) 

Sanitary  and  Hydraulic  Eng'r 1014  Broadway,  Oakland,  Cal. 

PENROSE,  Richard  Alexander  Fullerton,  Jr.        A.B.,  '84;   A.M.  &  Ph.D. 

'86  (1908) 

460  Bullitt  Bldg.,  Philadelphia,  Pa. 

PENROSE,  Spencer        A.B.,  '86  (L.  1908) 

Mining  &  Metallurgy Colorado  Springs,  Col. 

PERKINS,  Albert  Thompson        A.B.,  '87  ^  (L.  1908) 

1st  Vice-Pres.  St.  Louis,  Brownsville,  &  Mexico  Ry 

401  Locust  St.,  St.  Louis,  Mo. 

PERRY,  Chauncy  Rusch        S.B.,  '95  (C.  1908) 

Ass't  Eng'r,  Boston  Transit  Comm 

Greenwood  Ave.,  Waltham,  Mass. 

PETTEBONE,  Lauren  A.        S.B.,  '05  (1908) 

Construction  Eng'r 307  Buffalo  Ave.,  Niagara  Falls,  N.  Y. 

PIPER,  WilHam  Bridge        A.B.,  '03  (1908) 

Forestry Forest  Service,  Washington,  D.  C. 

PLEASONTON,  Frank  Rodney        S.B.,  '06  (C.  1908) 

With  C.  G.  Brath,  Furbush  Machine  Co Philadelphia,  Pa. 

and  2  Symmes  St.,  Roslindale,  Mass. 

POPE,  Frederick        S.B.,  '01  (1908) 

Vice-Pres.  &  Chief  Eng'r,  Southern  Mfg.  Co Pittsburg,  Pa. 

and  27  West  44th  St.,  N.  Y.  City 

QUACKENBUSH,  Harry  Sargent        S.B.,  '08  (1908) 

Elect.  Eng'r Box  255,  Schenectady,  N.  Y. 

QUINLAN,  John  Vincent        S.B.  '07  (1908) 

With  Hudson  River  Tel.  Co 52  High  St.,  Brookline,  Mass. 
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REED,  William  Maxwell         93  (1908) 

Mgr.  Premium  &  Cost  Dep'ts  of  B.  T.  Babbitt 

82  Washington  St.,  N.  Y.  City 

REMINGTON,  Franklin        A.B.  '87  (C.   1908) 

Contractor The  Foundation  Co.,  115  Broadway,  N.  Y.  City 

RICE,  George  Staples        S.B.,  '70  _  (C.  1908) 

Eng'r  Subway  Construction,  Public  Service  Comm.,  N.  Y.  City 

154  Nassau  St.,  N.  Y.  City 

RICHARDS,  Gragg        S.B.,  '02;  S.M.,  '03  (L.  1909) 

Mining  and  Civil  Eng'r 135  Court  St.,  Dedham,  Mass. 


ROSS,  Louis        A.B.,  '04;    S.B.,  '05  *  (1908) 

Civil  Eng'r 11 1    Montgomery  St.,  San  Francisco,  Cal. 

SANBORN,  James  Forrest        S.M.,  '99  (1908) 

Ass't  Eng'r,  B'd  Water  Supply,  N.  Y 

236  Main  St.,  Poughkeepsie,  N.  Y. 

SAVAGE,  George  Hubbard        A.B.,  '91  (L.  1908) 

Factory  Chemist 6  Windham  St.,  Worcester,   Mass. 

SHAUGHNESSY,  Charles  Stephen        S.B.,  '01  (1908) 

Civil  Eng'r 21   Nelson  Ave.,   Peekskill,   N.  Y. 

SHERBURNE,   Kenneth        S.B.,   '03  •  (L.    1908) 

363  Marlborough  St.,  Boston,  Mass. 

SHERTZER,  Tyrrell  Bradbury        S.B.,  '00  (C.  1908) 

25  West  Preston  St.,  Baltimore,  Md. 

SICKLES,  Raymond        S.B.,  '07  (1908) 

Civil  Eng'r 655  Madison  Ave.,  Elizabeth,  N.  J. 

SLOCUM,  Curlys  Lyon        '99  (1908) 

Ass't  Eng'r,  N.  Y.,  N.  H.,  &  H.  R.  R 

314  R.  R.  Bldg.,  New  Haven,  Conn. 

SMITH,  Allen        S.B.,  '05  (1909) 

Ass't  Eng'r,  B'd  Water  Supply. ..  .Cold  Spring-on-Hudson,  N.  Y. 

SMITH,  Harrison  Willard        A.B.,  '95  (1908) 

Assoc.  Prof,  of  Elect.  Eng'g 

'  Mass.  Inst,  of  Technology,  Boston,  Mass. 

SOUTHER,  Allan  Bartlett        S.B.,  '97  (1908) 

Scrap  Iron  Dealer.  .43  Gunther  Bldg.,  Baltimore,  Md. 

SPALDING,  Philip  Leffingwell        A.B.,  '92;   A.M.,  '93;    S.B.,  '94 

(L.    1908) 

Gen"l  Mgr.  Bell  Tel.  Co.  of  Pennsylvania 

345  South  i8th  St.,  Philadelphia,  Pa. 

IS 


SPURR,  Josiah  Edward        A.B.,  '93;    A.M.,  94  (L.  1908) 

Mining  Geologist  &  Eng'r 165  Broadway,  N.  Y.  City 

STARK,  Charles  Wolcott        S.B.,  '03  (1908) 

Ass't  Eng'r,  N.  Y.  C.  &  H.  R.  R.  R..  .960  East  156th  St.,  N.  Y.  City 

STEARNS,  George  Hermon        A.B.,  '78  (C.  1908) 

Ass't  Eng'r,  Boston  Transit  Comm..  .15  Beacon  St.,  Boston,  Mass. 

STEEDMAN,  George  Fox        A.B.,-  '92  (C.  L.  1908) 

Care  Curtis  Mfg.  Co.,   St.  Louis,  Mo. 

STEINMETZ,  Charles  Proteus         (Hon.)  A.M.,  '02  (L.  1908) 

Consulting   Eng'r,    Gen'l    Elect.    Co. ;    Prof.    Elect.    Eng'g    Union 
Univ Wendell  Ave.,   Schenectady,   N.  Y. 

STURGIS,   Arthur        S.B.,'oo  (1908) 

With  John  H.  Bickford,  Engineers,  79  Cyprus  St.,  BrookHne,  Mass. 

SWIFT,  Johnathan  F.        '03,  '04  (L.   1908) 

Foreman  Elect.  Div.  Pub.  Bldgs.  Dep't,  Boston,  Mass. 
and  48  Elmwood  St.,  Roxbury,  Mass. 

TAYLOR,  Edward  Randolph        S.B.,  '68  (1908) 

Mfg.    Chemist Penn   Yan,   N.    Y. 

TAYLOR,  Frederick  W.         (Stevens  Inst.,  M.E.  '83)  (1908) 

Consulting  Eng'r 

Highland    Station,    Chestnut   Hill,    Philadelphia,    Pa. 

THANISCH,  Rudolph  Joseph        S.B.,  '04  (C.  1908) 

With  F.  W.  Dean,  Eng'r Exchange  Bldg.,  Boston,  Mass. 

and  151  Park  St.,  West  Roxbury,  Mass. 

THAYER,  Benjamin  Bowditch        C.E.,  '85  (C.  L.  1908) 

Mining  Eng'r 42  Broadway,  N.  Y.  City 

THORNDIKE,  Sturgis  Flooker        A.B.,  '90  (M.I.T.,  SB.,  '95)  (L.  1908) 

Ass't  Eng'r,  Eng'g  Dep't 60  City  Hall,  Boston,  Mass. 

TI]>DEN,    Charles   Joseph         S.B.,   '96  (1908) 

Ass't  Prof,  of  Civil  Eng'g.  .Univ.  of  Michigan,  Ann  Arbor,  Mich. 

THOMSON,  Robert  Douglas        '08  (C.  L.   1908) 

411  Broadway,  Lynn,  Mass. 

TIRRELL,    Charles    Edwards     S.B.,'04  (1908) 

Eng'g  &  Contracting  Concrete  Construction 

115  Stevens  Ave.,  Mt.  Vernon,  N.  Y. 

TRAIN,   Arthur   Herman         S.B.,   '05  (C.   1908) 

Instructor  in  Mech.  Eng'g,  H.U. ..145  Forest  St.,  Medford,  Mass. 

TUCKER,  Herman  Franklin         S.B.,  '01  (L.   1908) 

Designing  Eng'r,  Masonary  Design Culebra,  Canal  Zone 


TURNER,  Howard  Moore        A.B.,  '06;  S.B.,  '07  (1909) 

With  Turner  Construction  Co Harvard  Club,  N.  Y.  City 

VAUGHAN,  John  Fairfield        S.B,  '95  (C.  1908) 

Eng'r,  Stone  &  Webster  Eng'g  Corp.  .147  Milk  St.,  Boston,  Mass. 

WADSWORTH,  Lewis  Lumber        S.B.,  '03  (1908) 

Eng'r  &  Contractor 53  State  St.,  Boston,  Mass. 

WAIT,  John  Cassan         Instr.  and  Ass't  Prof.  H.U.  i887-i894(L.     1908) 

Atty.  at  Law,  Eng'g  Jurisprudence.  ..  .38  Park  Row,  N.  Y.  City 

WAITT,  Walter  Gustavus        A.B.,  '00  (1908) 

Ass't   Supt.   National   Carbon   Co Fremont,   Ohio 

WALTERS,  Henry        'n  (L.  1908) 

Chairman  B'd  Atlantic  Coast  Line  and  Louisville  &  Nashville  R.  R. 

29  Abell  Bldg.,  Baltimore,  Md. 

WARE,  John        S.B.,  '99  (1908) 

Ass't  Eng'r  Boston  El.  Ry 18  Ash  St.,  Cambridge,  Mass 

WATSON,  William        S.B.,  '57    (Eng'g);    S.B.,  '58   (Math.)      (1908) 

Prof,  of  Eng'g,  Retired   (Sec'y  Am.  Acad.  A.  &  S.,  Boston) 
107  Marlborough  St.,  Boston,  Mass. 

WEBSTER,  Lawrence  Burns        S.B.,  '06  (1908) 

With  Am.  Zinc,  Lead  and  Smelting  Co., Platteville,  Wis. 

and  926  South  Washington  St.,  Marion,  Ind. 

WELD,  Christopher  Minot        A.B.,  '97;    S.  M.,  '01  (1908) 

Mining  Eng'r 2  Rector  St.,  N.  Y.  City 

WHEELER,  Homer  Charles        S.B.,  '02  (1908) 

Peterboro,   N.   H. 

WHITE,  Otis  Converse,  Jr.         S.B.,  '96  (L.  1908) 

Mfgr 8  Shepard  St.,  Worcester,  Mass. 

WHITING,  Edward  Clark        A.B.,  '03  (1908) 

Landscape  Architect 2  Berkeley  St.,  Cambridge,  Mass. 

WHITING,  Stephen  Edgar        S.B.,  '96  (C.  L.  1908) 

Instructor  Elect.   Eng'r,  H.U il  Ware  St.,  Cambridge,   Mass. 

WHITNEY,  George  Brackett        S.B.,  '99  (1908) 

Steam  &  Mech.  Eng'g.... 8  Greenwood  Ave.,  Swampscott,  Mass. 

WILLARD,  Norman  Rand        A.B.,  '00  (C.  1908) 

Eng'r  &  Sup't  Constr.,  Ambursen  Hydraulic  Constr.  Co 

176  Federal  St.,  Boston,  Mass. 
and  2277  Mass.  Ave.,  No.  Cambridge,  Mass. 

WISEMAN,  John  M.     Sp.  '08  (C.  1908) 

Plasterer 4  Gore  St.,  Cambridge,  Mass. 
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WITHINGTON,  Sidney        A.B.,  '06;    S.B,  '07  (1908) 

With  Walworth  Mfg.  Co Boston,  Mass. 

and  35  Bay  State  Rd.,  Boston,  Mass. 

WOODWORTH,  Jay  Bachus        S.B.,  '94  (1908) 

Ass't  Prof,  of  Geology,  H.U. ..24  Langdon  St.,  Cambridge,  Mass. 

WORCESTER,  Joseph  Ruggles        A.B., '82  (C.  L.  1908) 

Consulting  Civil  Eng'r ,79  Milk  St.,  Boston,  Mass. 

WRIGHT,  David  Clarence        S.B.,  '04  (1908)  _ 

Designer  with  Electric  Controller  and  Mfg.  Co.. .  .Cleveland,  Ohio 
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